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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 
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Satyanarayan Gangaram Pitroda 
Invent a New India Using Knowledge 



Bhartrhari — Nitisatakam 
''Knowledge is such a treasure which cannot be stolen" 
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NATIONAL FOREWORD 

This Indian Standard which is identical with ISO 9374-1 : 1989 Xranes — Information to be 
provided — Part 1 : General' issued by the International Organization for Standardization (ISO) 
was adopted by the Bureau of Indian Standards on the recommendations of the Cranes, Lifting 
Chains and Its Related Equipment Sectional Committee and approval of the Heavy Mechanical 
Engineering Division Council. 

This standard is being published in five parts. Other parts of this standard are as follows: 
Part 2 Mobile cranes 
Part 3 Tower cranes 
Part 4 Jib cranes 
Part 5 Overhead travelling cranes and portal bridge cranes 

The text of ISO Standard has been approved for publication as Indian Standard without 
deviations. Certain terminology and conventions are however not identical to those used in 
Indian Standards. Accordingly wherever the words 'International Standard' appear referring to 
this standard, they should be read as 'Indian Standard'. 

The concerned technical committee has reviewed the provisions of ISO 4301-1 : 1986 and 
ISO 7363 : 1986 referred in this adopted standard and has decided that they are acceptable for 
use in conjunction with this standard. 
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PARTI GENREAL 



1 Scope 

This part of ISO 9374 specifies generally the 
information to be provided by the purchaser 
and the manufacturer so that the most suitable 
crane can be provided for the duty require- 
ments and service conditions. 

2 IMormative references 

The following standards contain provisions 
which through reference in this text, constitute 
provisions of this part of ISO 9374. At the 
time of publication, the editions indicated were 
valid. All standards are subject to revision, 
and parties to agreements based on this part 
of ISO 9374 are encouraged to investigate the 
possibility of applying the most recent editions 
of the standards indicated below. Members of 
lEC and ISO maintain registers of currently 
valid International Standards. 

ISO 4301-1 : 1986, Cranes and lifting applia- 
nces — Classification — Part 1 : General. 

ISO 7363 : 1 986, Cranes and lifting appliances- 
Technical characteristics and acceptance 
documents. 

3 Information to be provided by purchaser 
with enquiry or order 

The information to be provided by the purchaser 
shall include, as appropriate for the type of 
crane concerned: 

a) the identity of the parties concerned with 
addresses, telephone numbers and per- 
sons who may be contacted; 



b) sufficient information to enable the 
classification of the crane as a whole 
and for each mechanism to be established 
in accordance with ISO 4301 -1 ; 

c) details of where the crane is to be used 
or installed with details of any special 
or hazardous conditions that may apply; 

d) details of load(s) to be lifted and lifting 
attachment(s), jib or tower configur- 
ations, operating speeds and height of 
lift and any other operating requirements 
that come within the variations that are 
obtainable for the type of crane 
concerned; 

e) any dimensional or clearance restrictions; 
and 

f) any other special requirements of the 
purchaser. 

4 Information to be provided by 
manufacturer 

The information to be provided by the manu- 
factui-er shall include, as appropriate for the 
type of crane concerned: 

a) technical information and test certificates 
for the crane to facilitate its installation 
and/or use in accordance with ISO 7363; 

b) an instruction manual which shall include 
details of routine servicing, inspection 
and maintenance of the crane; and 



c) dimensions, 
details. 



masses and any other 



Standard Mark 

The use of the Standard Mark is governed by the provisions of the Bureau of Indian 
Standards Act, 1986 and the Rules and Regulations made thereunder. The Standard Mark 
on products covered by an Indian Standard conveys the assurance that they have been 
produced to comply with the requirements of thit standard under a well defined system 
of inspection, testing and quality control which is devised and supervised by BIS and 
operated by the producer. Standard marked products are also continuously cheked by 
BIS for conformity to that standard as a further safeguard. Details of conditions under 
which a licence for the use of the Standard Mark may be granted to manufacturers or 
producers may be obtained from the Bureau of Indian Standards. 



Bnreaii of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act^ \986 to 
promote harmonious development of the activities of standardization, marking and quality 
certification of goods and attending to connected i1|atters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced 
in any form without the prior permission in writing of BIS. This does not preclude the free use, 
in the course of implementing the standard, of necessary details, such as symbols and sizes, type 
or grade designations. Enquiries relating to copyright be addressed to the Director 
( Publications ), BIS. 

Revision of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments. Standards 
are also reviewed periodically; a standard along with amendments is reaffirmed when such review 
indicates that no changes are needed; if the review indicates that changes are needed, it is taken 
up for revision. Users of Indin Standards should ascertain that they are in possession of the 
latest amendments or edition by referring to the latest issue of 'BIS Handbook' and 'Standards 
Monthly Additions'. Comments on this Indian Standard may be sent to BIS giving the following 
reference; 

Doc : No. HMD 14 ( 0105 ) 

Amendments Issued Since Publication 

Amend No. Date of Issue Text Affected 



BUREAU OF INDIAN STANDARDS 
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